WORK ORDER FIELD TICKET 


01/14/2011 12:56pm 


Work Order 31666-GW 


Type 

FEATURE SOFTWARE ONLY 

Priority: 

DONE - WORK DONE 

Status 

Closed 

Received Date: 

1/14/2011 

Owner 
Operator 
Tech Group 
Technician Id 

rgrant 

Schedule Date: 

1/14/2011 

Requestor: 

: JAMES HANCHETT 

Phone: 

5-2607 

Email: james.hanchett@state.ma.us 

Fax: 

5-2608 


Location: Building: 126 Floor: Room: 

MORRILL SCEINCE CENTER I 

Description: WMASS DEPARTMENT OF PUBLIC HEALTH 
MORRILL SCIENCE CENTER I (126) 

1. UPGRADE D4220 5-2601 IN RM N251A, JK 2-1-39A, TO A D4222 INSTRUMENT. 

SWITCH AND FIELD WORK HAS BEEN DONE. 


ONE-TIME SPEEDTYPE: TF0010 
MONTHLY SPEEDTYPE TF0010 

NO CHARGE 


Order Item 31666-GW-001 


Type: Replace Equipment 
Status: Closed 


Tech Group: 
Technician Id: 


Due Date: 1/14/2011 
Est. Time: 

Est. Cost: 


Old Information 

User ID: 545260101 
User Name: DRUG TESTING LAB 
Item Nbr.: D4220/DL1 


Location: 


Building: 


Deinstall Date: 1/13/2011 
Action: None 
Serial Nbr: 


Quantity: 1.0 
Start/Stop Date: 12/30/2010 

Floor: Room: 

Get from Loc.: 

Return to Loc.: 


LEN/Port Information: Directory Nbr.: (413)545-2601 

Switch Node: ERA1 LENNbr.: 


Cable Information: 

Jack ID: 

126-02-1-039A 






Distribution ID: 12602N251A 

Cable: 

126-02-1-039A 

Pair 1: 

1 

Pair 2:1 

Pair 3: 1 

Pair 4: 1 

Distribution ID: 126-02-1 

Cable: 

1260045A-0150 

Pair 1: 

2 

Pair 2:2 

Pair 3: 2 

Pair 4: 2 

Distribution ID: 126-01-1 

Cable: 

A0404-0375 

Pair 1: 

3 

Pair 2:3 

Pair 3: 3 

Pair 4: 3 

Distribution ID:MDFA04 

Cable: 


Pair 1: 

4 

Pair 2:4 

Pair 3: 4 

Pair 4: 4 


New Information 

User ID: 

545260101 

Quantity: 

1.0 


User Name: 

DRUG TESTING LAB 

Start Bill Date: 

1/14/2011 


Item Number: 

D4222/DL1 

Location: Building: 126 

Stop Bill Date: 
Floor: 

02 

Room: N251A 

Serial Nbr: 
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LEN/Port Information: Directory Nbr.: (413) 545-2601 

Switch Node: ERA1 


Cable Information: 
Distribution ID: 12602N251A 

Jack ID: 

Cable: 

126-02-1-039A 

126-02-1-039A 

Distribution ID: 

126-02-1 

Cable: 

1260045A-0150 

Distribution ID: 

126-01-1 

Cable: 

A0404-0375 

Distribution ID: 

MDFA04 

Cable: 



LENNbr.: 27 0 43 06 


Pair 1: 

1 

Pair 2: 

Pair 3: 1 

Pair 4: 

1 

Pair 1: 

106 

Pair 2: 

Pair 3: 2 

Pair 4: 

2 

Pair 1: 

193 

Pair 2: 

Pair 3: 3 

Pair 4: 

3 

Pair 1: 


Pair 2: 

Pair 3: 4 

Pair 4: 

4 


Description: User: DRUG TESTING LAB / Item: D4220 PHONE AND LINE / Equipment Location: MORRILL SCEINCE CENTER 
I, Floor 02, Room N251A 
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